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Message Text 


UNCLASSIFIED 

PAGE 01 STATE 185676 

12 

ORIGIN COME-OO 

INFO OCT-01 ARA-10 ISO-OO EB-07 /018R 

66610 

DRAFTED BY: COM/BIC:OIM:TKBREWER 
APPROVED BY: EB/OCA/CD:JFSIMMONS 
COM/BIC:OIM:JDOYLE 
ARA/BC:MCOTTER (INFO) 

103517 

R 061959Z AUG 75 
FM SECSTATE WASHDC 
TO AMEMBASSY LA PAZ 

UNCLAS STATE 185676 

E.O. 11652: N/A 
TAGS: BEXP, BL 

SUBJ: HOSPITAL CONSTRUCTION AND EQUIPMENT REQUIREMENTS 
REF: LA PAZ A-163, 8/21/74 

1. A MAJOR U.S. FIRM IN THE HOSPITAL DESIGN AND EQUIPMENT 
FIELD HAS ASKED FOR AN UPDATE OF REFAIR. THE DEPARTMENT OF 
COMMERCE/OIM HAS BEEN RECEIVING A SUBSTANTIAL NUMBER OF 
INQUIRIES IN THIS FIELD, PRIMARILY DUE TO ITS STATUS AS A 
TARGET INDUSTRY AND THE RELATED TRADE PROMOTION EVENTS 
SCHEDULED DURING THE LAST YEAR. 

2. A REVIEW OF REFAIR SUGGESTS THAT IT WOULD BE NECESSARY 
TO CONTACT 4 TO 6 BOLIVIA GOVERNMENT AGENCIES TO PROVIDE 
THE REQUESTED UPDATE. THE POST'S FY 1976 COMMERCIAL ACTION 
PROGRAM (CAP) DOES NOT INCLUDE THE MEDICAL SECTOR AMONG 
THE SIX CAMPAIGNS. THEREFORE, WASHINGTON ACTION GROUP HESIT- 
TANT TO IMPOSE THIS REQUEST IF FY 1976 CAP TO BE SERIOUSLY 
AFFECTED. 

3. ACTION REQUESTED: ADVISE WHETHER POST CAN PROVIDE UP- 
DATE AND, IF SO, TARGET DATE FOR SUBMISSION OF SAME. KISSINGER 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 06 AUG 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975STATE1 85676 

Document Source: CORE 

Document Unique ID: 00 

Drafter: COM/BIC:OIM:TKBREWER 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750272-0337 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t19750877/aaaacppt.tel 

Line Count: 52 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ORIGIN COME 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 75 LA PAZ A-163 
Review Action: RELEASED, APPROVED 
Review Authority: ellisoob 
Review Comment: n/a 
Review Content Flags: 

Review Date: 19 DEC 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <19 DEC 2002 by ReddocGW>; APPROVED <04 FEB 2004 by ellisoob> 

Review Markings: 
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Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
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